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SOURCE EVALUATIONS ARE DEFINITIVE. APPRAISAL OF CONTENT IS TENTATIVE. 


1. The Aszod tank barracks were located in the easu^m outskirts on the road 

to Hatvan. (See attached sketch*) 50X1 -HUM 

2 e The barracks were erected in 1949 and covered an area of about 400 by 500 
yards, surrounded by a barbed-wire fence * The buildings are keyed in the 
sketch as follows: 


3, 

4 - 


a „ Headquarters building 

b. Six two-storied, grey buildings 
used ns offices, stores, and 
living quarters 

c. Workshop building 


d* Garage 

e . A munition dump 

fo Parking area for military and 
civilian motor vehicles 


A colonel commanded 40 officers and 600 men* The political deputy was 
Captain Janos Dome, 1 


The equipment consisted of about 30 T-34 tanks, 
SU-76 self-propelled guns. 2 


12 T— 34/85 tanks, and 20 
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